To:  tdaniel@bloomberg.net[tdaniel@bloomberg.net] 

From:  Microsoft  Outlook 

Sent:  Thur  8/13/2015  8:31 :20  PM 

Subject:  Undeliverable:  Gold  King  Mine  Re-cap 

Gold  King  Mine  Re-cap 

mgnj8.bloomberg.net  rejected  your  message  to  the  following  email  addresses: 

tdaniel@bloombera.net  (tdaniel@bloombera.net) 

A problem  occurred  while  delivering  your  message  to  this  email  address.  Try  sending 
your  message  again.  If  the  problem  continues,  please  contact  your  email  admin. 


mgnj8.bloomberg.net  gave  this  error: 
#5.1.0  Address  rejected. 


Diagnostic  information  for  administrators: 


Generating  server:  DM2PR09MB0302.namprd09.prod.outlook.com 


tdaniel@bloomberg.net 

mgnj8.bloornberg.net 

Remote  Server  returned  '550  #5.1.0  Address  rejected.' 

Original  message  headers: 

Received:  from  DM2PR09MB0301.namprd09.prod.outlook.com  (10.160.96.146)  by 
DM2PR0  9MB0302.namprd0  9.prod.outlook.com  (10.160.96.;]  47)  with  Microsoft  SMTP 
Server  (TLS)  id  15.1.225.19;  Thu,  13  Aug  2015  20:31:12  +0000 
Received:  from  DM2PR09MB0301.namprd09.prod.outlook.com  ([10.160.96.146])  by 
DM2PR09MB0301.namprd09.prod.outlook.com  ([10.160.96.146])  with  map!  id 
15.01.0225.018;  Thu,  13  Aug  2015  20:31:12  +0000 
From:  "Jenkins,  Laura  Flynn"  < Jenkins . Laura@epa . gov> 

To:  "Jenkins,  Laura  Flynn"  <Jenkins . Laura@epa . gov> 

Subject:  Gold  King  Mine  Re-cap 
Thread-Topic:  Gold  King  Mine  Re-cap 
Thread-Index : AdDWBvVub4wWtfd+RX2TqP7ghNqvpg== 

Date:  Thu,  13  Aug  2015  20:31:11  +0000 
Message-ID : 

<DM2PR09MB030177CBBD65AFC5783BF085E57D0@DM2PR09MB0301.namprd09.prod.outlook.com> 
Accept-Language : en-US 
Content-Language:  en-US 

X MS-Has-Attach : yes 

X MS -TNEF-Cor relator : 

authentication-results : spf=none  (sender  IP  is  ) 
smtp  . mailf rom=Jenkins  . Lau:ra@epa  . gov; 
x-originating-ip : [2620:117:5035:6b: : dOla] 

x-microsof t-exchange-diagnostics : 

1 ; DM2  PRO  9MB0  302  ; 5 : dir81TVE  yp+ee  jmVaIwCPw!x8RGXrroDI ,XCyLC7/a  zMpQ93LK9S::J  mXN/oO  6TWKhf  gyf  ibVa 

x-microsc £ : -a ntis pam : UriScan : ; BCL : 0 ; PCL : 0 ; RULEID : ; SRVR : DM2 PRO SM30 3 02; 
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x - m i c r o 3 o f t - a n ::::  i s p am  p r v s : 

<DM2PR0  PFRQ3  Q20  53907EC F35605454  969E57DO0DM2PRO  9MB 0 302  . namprdO  9 .prod . ou 1 cok  . com> 
x-exchange-antispam-report-test : UriScan : (103003899814  671) ; 
x-exchanqe  antispam  - 3: eport  cfa-test: 

BCL : 0 ; PCL : 0 ; RULE  ID:  (60 1 004)  (5005006)  (3002001);  SRVR : DM2  PRO  9MB0  3 0 2 ; BC.L : 0 ; PCL : 0 ; RU1 - T)  D : ; SRVR  : 

x-f orefront-prvs : 0667289FF8 
x -forefront-antispam-report : 

SFV:NSPM; SFS : (10019020)  (124975003)  (199003)  (189002)  (19617315012)  (19627595001)  <770 96' :05)  <629 
received- ::;pf : None  (protection.outlook.com:  epa.gov  does  not  designate 
P e rmi 1 1 e d s ende  r hosts) 

Content-Type : multipart/ related; 

boundary="_004_DM2PR09MB030177CBBD65AFC5783BF085E57D0DM2PR09MB030 Inamp  " ; 
type="multipart/ alternative" 

MIME -Version:  1.0 
X -OriginatorOrg : epa.gov 

X-MS-Exchange-CrossTenant-originalarrivaltime : 13  Aug  2015  20:31:11.9983 
(UTC) 

X-  MS-Exchange-CrossTenant-f romentityheader : Hosted 

X.  4S -Exchange -Cr os sTenant- id:  88b37  8b3-67  48-48  67-acf9-7  6aacbeca6a7 
X-MS -Exchange-Transport -Cr os sTenantHeaders Stamped : DM2 PRO  9MB0302 
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